was said to have been buried by troops under
Gen. James Clinton, who marched from Albany
against the Indians in 1779. They cut their
way through forests, brought their boats to
Lake Otsego, and their headquarters were in
a log house built on the future site of the first
Hall. The place where was the old Clinton Dam
is now marked by the Daughters of the Ameri-
can Revolution as the one Cooperstown, con-
necting link with the War of Independence.
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